DOCKETED ITEMS       25
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co, of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503190050    Forwards    Insp    Rept    50-247/85-02    on    850114-18.No    violations noted.Verification that effluent monitoring device capable of providing representative sample of particulates & halogens requested.per NUREG-0737,ltem II.F.1. MARTIN.T.T.  Region 1, Office of Director. 85/03/12. OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 2pp. 29403:330-29403:360.
-8503190056 Insp Rept 50-247/85-02 on 850114-18.No violations noted. Major areas inspected:implernentation & status of listed NUREG-0737 task actions,including post-accident sampling of reactor coolant & containment atmosphere. WHITE.J.R., CHBJNG.LS., CLEMONS.P.E. Region 1, Office of Director. 85/03/12. 29pp. 29403:332-29403:360.
8503280442 Responds to NRC 850206 Itr re areas of concern noted in Insp Rept 50-247/84-34.Corrective actions:method of collecting, maintaining & retrieving records re auxiliary feedwater regulating valves implemented OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/03/15. STAROSTECKI.R. Region 1, Office of Director. 3pp. 29551:075-29551:077.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503260549 Forwards Insp Rept 50-247/85-04 on 850201-28.No violations observed. COLLINS.SJ. Region 1, Office of Director. 85/03/19. OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 2pp. 29509:075-29509:084.
-8503260551 Insp Rept 50-247/85-04 on 850201-28.No violations identified.Major areas inspected:licensee action on previously identified insp findings,operational safety verification,maint.surveillance.monthly rept & LERs.
KENNY.T., NORRHOLM.L Region 1, Office of Director. 85/03/15. 8pp. 29509:077-29509:084.
R. Periodic operating reports & related correspondence
8503250069 Forwards annual milch animal survey for 1984,per ETS requirements.Future consensus   will   be   included   in   annual   radiological   environ   operating   rept. OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/03/13. DENTON.H.R.   Office   of   Nuclear   Reactor  Regulation,   Director.   1p.   29502:329-29502:331.
-8503250072 "1984 Annual Milch Animal Census for Indian Point."
*  Consolidated Edison Co. of New York, Inc. 84/12/31. 2pp. 29502:330-29502:331.
S. Reportable occurrences, LERs & related correspondence
8503070117 LER 85-002-00:on 850204,during full power.one of two main boiler feed pumps tripped upon loss of control oil.Caused by high pressurizer pressure & orifices clogging main boiler feed pump control oil sys.Orifices cleaned,W/850226 Itr. ELLWANGER.J., OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/03/06. 3pp. 29267:326-29267:328.
8503220460 LER 85-003-00:on 85021 S.recombiners 21 & 22 experienced malfunctions of oxygen supply flow regulating valve & pressure switch.respectively.Caused by filter clogged w/rust & defective pressure switch.W/850311 Itr.
ELLWANGER.J., OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/03/11. 4pp. 29483:153-29483:156.
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F. Security, medical, emergency & fire protection plans
8503250218 Corrected Page 9 to Rev 3 to Emergency Planning Procedure TSN-EOF-1, "Initial Activation of Recovery Staff."
*  Commonwealth Edison Co. 84/06/30. 2pp. 29492:103-29492:104.
8503130492 Forwards Meeting Repts 50-237/85-02,50-249/85-02, 50-254/85-03,50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04,50-374/85-04,50-454/85-03,50-455/85-02, 50-456/85-03 & 50-457/85-03 on 850118 in Glen Ellyn.lL PAPERIELLO.CJ. Region 3, Office of Director. 85/02/19. REED.C. Commonwealth Edison Co. 2pp. 29341:322-29348:348.
-8503130505   Meeting   Repts  50-237/85-02,50-249/85-02,50-254/85-03,   50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04, 50-374/85-04,50-454/85-03,50-455/85-02,50-456/85-03 & 50-457/85-03.Major areas discussed:emergency preparedness. PLOSKI.TJ. Region 3, Office of Director. 85/02/13. 25pp. 29348:324-29348:348.
8503040436 Forwards Rev 16 to Dresden.Rev 20 to LaSalle.Rev 17 to Quad Cities & Rev 14 to Zion security plans.Revs address changes to sygnetron sys.Revs withheld (ref 10CFR73.21).
FARRAR.D.L. Commonwealth Edison Co. 85/02/25. Region 3, Office of Director, 1p. 29178:356-29178:356.
8503180106 Forwards Insp Repts 50-010/84-20,50-237/84-26 & 50-249/84-23 on 841221-850215 & notice of violation.
NORELIUS.C.E. Region 3, Office of Director. 85/02/28. REED.C. Commonwealth Edison Co. 2pp. 29419:176-29419:190.
-8503180127 Insp Repts 50-010/84-20,50-237/84-26 & 50-249/84-23 on 841221-85021 S.Noncompliance noted:failure to take proper & timely corrective action on deficiency identified in May 1983.
CHRISSOTIMOS.N.   Region   3,   Office   of   Director.   85/02/25.   12pp.   29419:179-29419:190.
8503080145 Rev 9 to Emergency Plan Implementing Procedure EPIP 300-1, "Initial Notifications & Generating Station Emergency Plan Responses (Primary Responsibility-Station Director)." W/850301 Itr.
SCOTT.D.J. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 23pp. 29275:094-29275:116.
8503080380 Requests schedular exemption from requirements of 10CFR50.48 to complete mods consisting of addl suppression & detection & upgrading of fire barriers & emergency lighting.Fee paid.
RYBAK.B. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 11 pp. 29274:236-29274:246.
8503120407 Advises that 850225 Rev 16 to physical security plan consistent w/provi-sions of 10CFR50.54(p) & acceptable.
AXELSON.W.L Region 3, Office of Director. 85/03/07. FARRAR.D.L. Commonwealth Edison Co. 2pp. 29314:181-29314:182.
8503180113 Forwards current emergency assessment ctr off site maps. Verification of possession of listed onsite & offsite maps requested.
LICARI.KA Commonwealth Edison Co. 85/03/08. DENTON.H.R. Record Services Branch (Document Control Desk). 3pp. 29385:360-29385:361.
8503290166 Forwards Rev 17 to security plan.Rev withheld (ref 10CFR73.21). FARRAR.D.L. Commonwealth Edison Co. 85/03/18. KEPPLER.J. Region 3, Office of Director. 1p. 29560:067-29560:067.
P. Operating license stage documents & correspondence
8503070394 Forwards Amends 85 & 78 to Licenses DPR-19 & DPR-25, respectively.Amends revise Tech Specs re change in installation or use of facility components located within restricted area.
ZWOLINSKI.JA Operating Reactors Branch 5. 85/02/27. FARRAR.D.L Commonwealth Edison Co. 3pp. 29255:131-29255:189.
-8503070403 Amends 85 & 78 to Licenses DPR-19 & DPR-25,respectively, revising Tech Specs re change in installation or use of facility components located within restricted area.per 10CFR20 & change to surveillance requirements. ZWOLINSKI.JA   Operating   Reactors   Branch   5.   85/02/27.   56pp.   29255:134-29255:189.
8503050294 Forwards corrected Amends 83 & 77 to Licenses DPR-19 & DPR-25,respectively.Amends correct typos & word processing errors appearing in original issuance of radiological effluent Tech Specs.
ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/02/28. FARRAR.D.L. Commonwealth Edison Co. 2pp. 29216:075-29216:112.
-8503050303 Corected Amends 83 & 77 to Licenses DPR-19 & DPR-25, respectively.correcting typos & word processing errors in radiological effluent Tech Specs.
*   Office  of  Nuclear Reactor  Regulation,   Director.  85/02/28, 36pp.  29216:077-29216:112.
8503080193 Forwards updated schedule of equipment qualification test programs for each station.
ALEXANDER.G. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 10pp. 29275:015-29275:024.
8503070445    Grants    relief    from    selected    ASME    Code    requirements    per 10CFR50.55a,based on preliminary revjew of 811005,821210 & 850102 submittals & authorizes implementation of proposed inservice testing program. ZWOLINSKI.JA Operating Reactors Branch 5. 85/03/05. FARRAR.D.L. Commonwealth Edison Co. 3pp. 29255:320-29255:322.
8503130312 Notification of 850321 meeting w/util in Bethesda,MD to discuss possible placement of liquid hydrogen tank & mobile liquid propane tanks onsite. GILBERT.RA Operating Reactors Branch 5. 85/03/11. Reactors Branch 5. 3pp. 29331:039-29331:041.
8503220153 Forwards response to questions on liquid hydrogen storage sys as requested in JA Zwolinski 850227 Itr to DL Farrar.
RYBAK.B. Commonwealth Edison Co. 85/03/12. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 9pp. 29475:054-29475:062.
8503150464 Forwards corrected Pages 3/4.2-3 & B 3/4,2-29 to Amends 83 & 77 to Licenses DPR-19 & DPR-25,respectively,re radiological effluent Tech Specs due to typos & word processing errors.
ZWOLINSKI.JA. Operating Reactors Branch 5. 85/03/14. FARRAR.D.L Commonwealth Edison Co. 2pp. 29371:045-29371:050.
-8503150466 Corrected Pages 3/4.2-3 & B 3/4.2-29 to Amends 83 & 77 to Licenses DPR-19 & DPR^S.respectTvely.re radiological effluent Tech Specs.
*  Operating Reactors Branch 5. 85/03/14. 4pp. 29371:047-29371:050.
ZWOLINSKI.J.A. Operatingctor 85/02/20 8pp. 29565:164-29565:171,                                                                                                    PF
